To:  Contreras,  Robert[contreras. robert@epa.gov] 

From:  Brown,  Cynthia 

Sent:  Mon  8/17/2015  4:15:20  PM 

Subject:  SSID 


HI  Robert,  I’m  sure  by  now  you  have  seen  the  new  guidance  about  the  new  SSID  for  the 
Gold  King  Mine  Spill.  Just  wanted  to  be  sure  that  we  are  on  the  same  page.  There  will 
only  be  one  account  code  A8K9RV00.  Only  one  action  code  of  RV.  No  others  and  thank 
you  for  your  help. 


Cynthia  K.  Brown 

Removal  Enforcement  Coordinator 

214-665-7480 

Brown . cy  n thi  a@  epa . gov 
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